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ture is fairly air-tight Joz. of cyanide of soda per 1,000
cubic feet of air space is all that is needed. If the house
is leaking", then Joz. per i,oooft. will be needed.
" Cyanide of soda and sulphuric acid can be purchased
from most chemists. If the house to be fumigated con-
tained 1,000 cubic feet of air space, and -was not a leaky
structure, then Jo<z. of cyanide, and J a fluid ounce of
sulphuric acid would be needed. If there were 4,000 cubic
feet of air space then 102. of cyanide and 2 fluid ounces
of sulphuric aciid would be necessary. It can be seen by
this that once the cubical contents of the house or frame
are known, the calculation of the quantity of material re-
quired is a. very simple matter.
" The most material that can be used in any one jar
i'S 102. of cyanide, and so should there be more than 4,000
feet of air space, two or more jars would be needed.
To fumigate the house, the fallowing directions must
be carried out without the slightest variation. If the
house contains up to 4,000 cubic feet of air space, then
procure a lib. jam jar. In this pour 4 fluid ounces of
clean water, and then 2 fluid ounces of sulphuric acid.
Remember always water first, acid second. The jar with
its contents is placed in the middle of the house. This
should be done before dusk. When it is just getting dusk,
take i oz. of cyanide of soda lying loose on a sheet of
strong paper, and tip the cyanide into* the jar. Imme-
diately this is done, leave the house and lock it up, be-
cause the very instant the cyanide of soda falls into the acid
and water, a deadly poisonous gas (hydro-cyanic aoid gas)
is liberated. Under no condition must the house be entered
unti'l the following morning, and then not until the door
has been left open for an hour or so.
*' If there is more than one jar needed, then the jars
must be prepared as already stated, and the cyanide of
soda placed on thick paper by the side of the jars. When
everything is in readiness, start at the jar farthest from
the door, tip the cyanide in, and pass on quickly to< the
next jar, repeating the operation, and so on until the door
is reached. There is no danger so long as the tipping in
of the cyanide is done quickly, and the operator moves
away as fast as he can to the last jar, and out of the
house, but there must not be any delay from start to